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^ Dual-Compartment 
Inflatable Suitlock 

A paper discusses a dual-compartment 
inflatable suitlock (DCIS) for Extra- 
vehicular Activity (EVA) that will allow 
for dust control, suit maintenance, and 
efficient EVA egress/ingress. The ex- 
pandable (inflatable technologies) as- 
pect of the design will allow the unit to 
stow in a compact package for transport. 

The DCIS consists of three hard, inline 
bulkheads, separating two cylindrical 
membrane-walled compartments. The 
inner bulkhead can be fitted with a vari- 
ety of hatch types, docking flanges, and 
mating hardware, such as the common 
berthing mechanism (CBM), for the pur- 
pose of mating with vehicles, habitats, 
and other pressurized modules. The 
inner bulkhead and center bulkhead 
function as the end walls of the inner 
compartment, which, during operations, 
would stay pressurized, either matching 
the pressure of the habitat or acting as a 
lower-pressure transitional volume. The 
suited crewmember can quickly don a 
suit, and egress the suitlock without wait- 
ing for the compartment to depressurize. 
The outer compartment can be pressur- 
ized infrequently, when a long dwell time 
is expected prior to the next EVA, or dur- 
ing off-nominal suit maintenance tasks, 
allowing “shirtsleeve” inspections and 
maintenance of the space suits. The 
outer bulkhead has a pressure-assisted 
hatch door that stays open and stowed 
routinely, but can be closed for suit main- 
tenance and pressurization as needed. 

This tuork was done by A. Scott Howe of 
Caltech, and Kriss J. Kennedy, Peggy L. Guir- 
gis, and Robert M. Boyle of Johnson Space 
Center for NASA’s Jet Propulsion Laboratory. 
Further information is contained in a TSP 
(seepage 1). NPO-47786 


§ Large-Strain Transparent 
Magnetoactive Polymer 
Nanocomposites 

A document discusses polymer nano- 
composite superparamagnetic actuators 
that were prepared by the addition of 
organically modified superparamag- 
netic nanoparticles to the polymer ma- 
trix. The nanocomposite films exhib- 
ited large deformations under a 
magnetostatic field with a low loading 
level of O.f wt% in a thermoplastic 


polyurethane elastomer (TPU) matrix. 
The maximum actuation deformation 
of the nanocomposite films increased 
exponentially with increasing nanopar- 
ticle concentration. 

The cyclic deformation actuation of 
a high-loading magnetic nanocompos- 
ite film was examined in a low mag- 
netic field, and it exhibited excellent 
reproducibility and controllability. 
Low-loading TPU nanocomposite films 
(0.1-2 wt%) were transparent to semi- 
transparent in the visible wavelength 
range, owing to good dispersion of the 
magnetic nanoparticles. Magnetoactu- 
ation phenomena were also demon- 
strated in a high-modulus, high-tem- 
perature polyimide resin with less 
mechanical deformation. 

This luork was done by Michael A. Meador 
of Glenn Research Genter and Mitra Yoonessi 
of the Ohio Aerospace Institute. Further infor- 
mation is contained in a TSP (see page 1 ). 

Inquiries concerning rights for the commer- 
cial use of this invention should be addressed 
to NASA Glenn Research Center, Innovative 
Partnerships Office, Attn: Steven Fedor, Mail 
Stop 4—8, 21000 Brookpark Road, Cleve- 
land, Ohio 44135. Refer to LEW-18752-1. 


^ Thermodynamic Vent 
System for an On-Orbit 
Cryogenic Reaction 
Control Engine 

A report discusses a cryogenic reac- 
tion control system (RCS) that inte- 
grates a Joule-Thompson QT) device 
(expansion valve) and thermodynamic 
vent system (TVS) with a cryogenic dis- 
tribution system to allow fine control of 
the propellant quality (subcooled liq- 
uid) during operation of the device. It 
enables zero-venting when coupled 
with an RCS engine. The proper attach- 
ment locations and sizing of the orifice 
are required with the propellant distri- 
bution line to facilitate line condition- 
ing. During operations, system instru- 
mentation was strategically installed 
along the distribution/TVS line assem- 
bly, and temperature control bands 
were identified. 

A sub-scale run tank, full-scale distri- 
bution line, open-loop TVS, and a com- 
bination of procured and custom-fabri- 
cated cryogenic components were used 
in the cryogenic RCS build-up. Simu- 
lated on-orbit activation and thruster 


firing profiles were performed to quan- 
tify system heat gain and evaluate the 
TVS’s capability to maintain the re- 
quired propellant conditions at the 
inlet to the engine valves. Test data de- 
termined that a small control valve, 
such as a piezoelectric, is optimal to pro- 
vide continuously the required thermal 
control. The data obtained from testing 
has also assisted with the development 
of fluid and thermal models of an RCS 
to refine integrated cryogenic propul- 
sion system designs. 

This system allows a liquid oxygen- 
based main propulsion and reaction 
control system for a spacecraft, which 
improves performance, safety, and cost 
over conventional hypergolic systems 
due to higher performance, use of non- 
toxic propellants, potential for integra- 
tion with life support and power subsys- 
tems, and compatibility with in-situ 
produced propellants. 

This work was done by Eric A. Hurlbert, 
Kris A. Romig, Rafael Jimenez, and Sam Elo- 
res of Johnson Space Center. Eurther informa- 
tion is contained in a TSP (seepage 1 ). MSC- 
24543-1 


Time Distribution Using 
SpaceWire in tbe SCaN 
Testbed on ISS 

A paper describes an approach for 
timekeeping and time transfer among 
the devices on the CoNNeCT project’s 
SCaN Testbed. It also describes how the 
clocks may be synchronized with an ex- 
ternal time reference; e.g., time tags 
from the International Space Station 
(ISS) or RE signals received by a radio 
(TDRSS time service or GPS) . 

All the units have some sort of counter 
that is fed by an oscillator at some con- 
venient frequency. The basic problem in 
timekeeping is relating the counter 
value to some external time standard 
such as UTC. 

With SpaceWire, there are two ap- 
proaches possible: one is to just use 
SpaceWire to send a message, and use 
an external wire for the sync signal. 
This is much the same as with the RS- 
232 messages and 1 pps line from a GPS 
receiver. However, SpaceWire has an 
additional capability that was added to 
make it easier — it can insert and re- 
ceive a special “timecode” word in the 
data stream. 


NASA Tech Briefs, May 2012 


35 



